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ACTION COME-OO 

INFO OCT-01 EUR-25 ISO-OO DODE-OO EB-11 NSAE-00 RSC-01 
TRSE-00 AEC-11 CIAE-00 MC-02 ACDA-19 SCI-06 DRC-01 
/077 W 

130034 

R 261016Z JUL 74 
FM AMEMBASSY VIENNA 
TO SECSTATE WASHDC 3398 

UNCLAS VIENNA 6622 

XCON FOR COMMERCE 

E.O. 11652: N/A 
TAGS: ESTC, AU, RO 

SUBJECT: NUCLEAR EQUIPMENT FOR ROMANIA 
REF: EXPORT LICENSE APPLICATION CASE NO. 118374 

1. UNIVERSAL ELECTRONIC IMPORT. VIENNA, HAS ASKED MBASSY SSIS- 
TANCE IN OBTINING EARLIEST POSSIBLE PROCESSING OF REF. CASE 
NUMBER. EQUIPMENT CONCERNED IS MANUFACTURED BY CANBERRA IN 
DUSTRIES INC. OF MERIDEN, CONN. ROMANIAN CUSTOMER, TECHNICAL 
UNIERSITY (POLHTECHNICI), HAS THREATENED CANCELLATION OF 
ORDER IF EQUIPMENT NOT DELIVERED BY AUGUST 20, 2974. 

2. EMBASSY VIENNA WOULD APPRECIATE EARLIEST POSSIBLE PROCESSING 
OF THIS CASE AND ADVISE AS TO LIKELIHOOD OF LICENSE BEING 
ISSUED. MOWINCKEL 
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